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Problem 

In Multiple Regression, the variable names are not being placed in the 
requested position. 


Solution 

The problem is corrected by following the steps listed below. 

1. Backup the diskette(s) and make the changes on the Backup copy of the 
program. 

2. In BASIC load the program by typing IDAD"RBGAN/BAS" . 

3. Mate the following corrections: 

CHANGES (Retype the line or refer to the Edit section of the owners manual) 

Old Line: 120 PRINr:LL%=MEM/8-1000:DIMX#(LL%),B$(300),V$(12),X$(12),VN$(12) 

New Line: 120 PRINT:LL%=4ffiM/8-1000:DIMX#(LL%),B$(300),V$(12),X$(12), 
VN$(12),NN$(12) 

Old Line: 2060 C»JERRORQOTO0: NR%=CVI (NR$): N7%=CVI (NV$): P0RJ=1T012: 
VN$(J)=V$(J):NEXTJ 

New Line : 2060 C»IEE®ORGOTO0: NR%r<VI (NR$): NV%=CVI (NV$): P0RJ=1T012: 
VN$(J)=V$(J) :NN$(J)=V$(J) :NEXTJ 

AK) this New Line: 

2140 EDR 1X>=1 TO NV:VN$(DD)=IW$(WV%(I») ) :NEXT DD 


4. Type SAVE"RBGAN/BAS" to save the changes in the program. 

5. At TRSDOS READY, mate a bacJcup ccpy of the corrected diskette. 





















